Brief comment text:

I oppose the licensing of  NextNav Inc. in the 902-928MHZ band.
As an Amateur radio operator, hobbyist and Meshtastic user my concern is that this will disrupt all low power communication devices including my hobby devices as well as many commercial products which use that frequency range (remote weather devices and sensors as example). Many of these devices cannot simply be reconfigured to operate on a different frequency, so will be a total loss if this license is granted. Therefore I strongly object to the proposed change for the use of this band.
